Subject:  Rape,  CVS  on  7th  and  5th  and  Broadway,  Circle  K 
From:  "MARIA  CRESCENZO"  <30697@lapd.lacity.org> 

Date:  01/27/2016  01:25  PM 

To:  "JOSE  CONTRERAS"  <33127@lapd.lacity.org>,  "MANUEL  RAMIREZ"  <34888@lapd.lacity.org> 

CC:  "Blair  Besten"  <blair@hdlabid.com>,  "MIKE  FLANAGAN"  <24857@lapd.lacity.org>,  "SEAN  LEWIS" 

<3471 7@lapd.lacity.org> 

Hi  Manny  and  Jose, 

Would  you  please  reach  out  to  Ms.  Blair  Besten  in  efforts  to  discuss  concerns  and  possible  violations  and  or  citations  at  the  subject  locations  above 
regarding  compliance,  conditioning  and  or  the  need  to  revisit  due  to  any  possible  negative  activity  prior  to  any  scheduled  hearings.  Please  do  not 
hesitate  and  contact  me  if  you  should  have  any  questions  on  my  end. 

CVS  on  7th  is  coming  up  on  the  one  year  plan  approval 

CVS  on  Broadway  is  requesting  to  maintain  the  2006  CUP  conditions 

Circle  K on  229  W 7th  Street  is  possibly  selling  mini  or  beer  and  wine  to  the  homeless  population. 

I thank  you  for  your  time. 


Maria 


